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LIMITED OFFICIAL USE LOURENCO MARQUES 1066 
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TAGS: ACOM, MZ 

SUBJECT: PRETORIA/LOURENCO MARQUES LEASED CIRCUIT OUTAGE 

NAIROBI FOR RCO 

REF: PRETORIA 5037: STATE 258272 

1 . ADMINISTRATIVE OFFICER MET WITH CTT OEFICIAL TODAY AND 
DISCUSSED CIRCUIT OUTAGE PROBLEMS. OEFICIAL SEEMED SURPRISED 
OF CLAIMED LACK OF COOPERATION BETWEEN LOCAL AND GPO TECH- 
NICIANS AND ASSURED HE WOULD INVESTIGATE MATTER AND ATTEMPT 
RESOLVE PROBLEM. 

2. HE STATED COMPLETE CHECKING OF LINE WILL BE INSTIGATED, 

AND TECHNICIAN ELAVIO WOULD ASSIST POST WITH ANY EUTURE 
PROBLEMS. ELAVIO FROM OUR EXPERIENCE IS BEST TECHNICIAN 
CTT HAS. 

3. FOR FUTURE PURPOSES SUGGEST YOU PASS ALONG TO PTT 
JOHANNESBURG THE NAME OF MR. MELO, TEL: 2-3190 WHO IS ONE 

OF TOP TECHNICIANS IN CTT/LM AND APPARENTLY THE ONLY ONE WHO 
SPEAKS ENGLISH. 

WALKER 
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